


: S. P. CUP THIS EVENING'S TEMIS aiei KR KOPN DA 
© Green Shirts and YEOVIL TOWN Substitute: 
| White Shorts J.McDonald 


m 
| Gordon CHILVERS 


(2) Len HARRIS. (3) 
Roy LAMBDEN (5) 


Alan HERRITY 
(4) 
George MUIR (8) 


Bill ALBURY Ted READ (6) 


Dave TAYLOR (10) 
Chris HARDING (7) 


Terry FOLEY (9) Graham REES (11) 


Referees: Linesmen: 
L. VERYARD B. J. TATE 
(Castle Cary) (Crewkerne) 


and D. BRICE 
(Ilminster) 


WATKINS (11) 


HENDERSON (9) 


WATTS (10) 


PIERCE (6) 


COMER (3) 


White Shirts and 
White Shorts 


Next Home Match; 


HEREFORD 


Southern League 





PROSSER (5) 


| NORMAN | 


WE GT OSN R OVE RS 


Saturday Next 


UE te 


J Pelis | 


Ora. OLR 


COLLETT (7) 
ALLEN (8) 
SLOCOMBE (L) 


BURT (2) 


Substitute: 


Details of arrangements for the 


will be given later. 


seams Le as © 


OMe Dee Grd, 2B. eae 


